
PINE SPRINGS PETS, INC. 

ROUTE 1 BOX 4455 
ANTLERS, OK 74523 


United States Department of Agriculture ' 

Animal and Plant Health Inspection Service 

28875 cust_id 

INSPEGTION REPORT 272215 insp_id 

— 32422 site id 


Customer ID: 28875 
Certificate; 73-B-1804 

Site: 001 

PINE SPRINGS PETS, INC. 

Inspection 

Type: ROUTINE INSPECTION 
Date: OCT-26-2005 


TOTAL INVENTORY: 224 PUPPIES. 

THIS INSPECTION AND EXIT INTERVIEW CONDUCTED BY CATHY NIEBRUEGGE, ACI AND OWNER OF FACILITY. 
ALL ITEMS IN COMPLIANCE THIS INSPECTION. 

LAST INSPECTION CONDUCTED ON 10-04 



Date; 

OCT-26-2005 

Date: 

OCT-26-2005 


NOV - 4 2005 




